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IRON FRAMEWORK OF  THE GIGANTIC   EIFFEL  TOWER

McLeish

The Eifel Tower, in the Champ de Mars, erected for the exposition of iSSg, is 984 feet

frigfc and is now used for broadcasting.  Visitors ascead it for a view of the city by elevators

to its hffi pktforms or to the top, where hangs a great lantern.  Here we are looking at the

Tower across the Seine from the Pare du Trocadero.
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